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This index is arranged alphabetically with names of 
authors, titles, and subjects in, one list. 

The following headings are used (names of hospitals, gov- 
ernment departments, commissions, conferences, societies, 


ete: are not included here): 


Accounting : 

Administration. See Organi- 
zation and Administration; 
and Governing Boards 

Administrators 

Admitting Department 

Aides. See Subsidiary work- 
ers;and Volunteer Workers 

Air Ambulance. See Ambu- 
lance Service 

Airborne Infection. See In- 
fection in Hospitals 

Ambulance Service 

Annual Reports 

Architects. See also Consult- 
ants 

Army Hospitals. See Military 
Hospitals 

Autopsies. See Necropsies 


Auxiliary Organizations. See 


Volunteer Workers 

Beds. See Hospital Facilities 

Blue Cross 

Boards. See Governing Boards 

Bolton Act. See U. S. Cadet 
Nurse Corps 

Book Reviews 

Business and Finance. See 
also Accounting, Costs, 
Credits and Collections, 
Endowments and Invest- 
ments, Fees and Charges, 
Fund-Raising, Government 
Purchase of Hospital Care, 
Pensions and Salaries 

Cadet Nurses. See U. S. Cadet 
Nurse Corps 

Cafeterias. See Dietary De- 
partment 

Chest Surveys 

Chronic Disease Hospitals. 
See Convalescent Hospitals 

Clinics. See Outpatient De- 
partment 

Collective Bargaining. See 
Unions and Collective Bar- 
gaining 

Communicable Disease Hos- 
pitals and Departments. 
See also Poliomyelitis; and 
Tuberculosis 

Community Relations. See 
also Public Relations 

Conservation and Economies 

Construction. See also Hos- 
pital Survey and Construc- 
tion Act 

Consultants. See also Archi- 
tects 

Cost of Medical Care. See 
Hospital and Medical Eco- 
nomics 

Costs 

Credits and Collections 

Deaths 

Departmental Relations. See 
Organization and Adminis- 
tration 

Dietary Department 

Disaster Service. See Emer- 

gency Hospitals and De- 

partments 
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Dispensaries. See Outpatient 
Department 

Doctors’ Offices in Hospitals. 
See Medical Staff 

Drugs. See Pharmacy De- 
partment 

Economies. See Conservation 
and Economies 

E.M.I.C. 

Emergency Hospitals and 
Departments 

Employees. See Personnel 
Management 

Endowments and Invest- 
ments 

Epidemic Service. See spe- 
cific diseases 

Equipment 

Facilities. See Hospital Fa- 
cilities 

Federal Hospitals. See Gov- 
ernment Hospitals and spe- 
cific types 

Fees and Charges 

Fires and Fire Prevention 

Flat Rates. See Fees and 
Charges 

Food. See Dietary Depart- 
ment 

Formula Rooms. See Mater- 
nity Hospitals and Depart- 
ments 

Formulary. See Pharmacy 
Department 

Fracture Rooms. See Emer- 
gency Hospitals and De- 
partments 

Fund-Raising 

Governing Boards 

Government Hospitals. See 
also specific types 

Government Purchase of 
Hospital Care 

Group Practice 

Health Programs. See also 
National Health Program 

Hill-Burton Bill. See Hospi- 
tal Survey and Construc- 
tion Act 

Hospital and Medical Eco- 
nomics 

Hospital Facilities 

Hospital Survey 
struction Act 

Inclusive Rates. See 
and Charges \ 

Indigent Sick 

Infantile Paralysis. See Po- 
liomyelitis 

Infection in Hospitals 

Infirmaries. See Outpatient 
Department 

Integrated Hospital Service 

Interns and Residents. See 
also Teaching Function of 


and Con- 


Fees 


Hospitals 

Kitchens. See Dietary De- 
partment 

Laundries 

Laws and Legislation. See 


also specific laws. 





How the Index is Arranged 


Legal Decisions. See also Li- 
ability of Hospitals 

Liability of Hospitals 

Licensing of Hospitals 

Mass Radiography. See Chest 
Surveys 

Maternity Hospitals and De- 
partments. See also Nur- 
series 

Medical Education. See also 
Teaching Function of Hos- 
pitals; and Interns and 
Residents 

Medical Records Department 

Medical Service Plans 

Medical Staff. See also In- 
terns and Residents 

Mental Hospitals. See Ner- 
vous and Mental Hospitals 

Military Hospitals 

Milk Rooms. See Maternity 
Hospitals and Departments 

Narcotics. See Pharmacy De- 
partment 

National Health Program 

National Hospital Day 

Navy Hospitals. See Military 
Hospitals 

Necropsies 

Nervous and Mental Disease 
Hospitals. See also Psychi- 
atry in General Hospitals 

Nurseries 

Nurses’ Aides. See Subsidiary 
Workers 

Nurses and Nursing Service. 
See also Subsidiary Work- 
ers 

Nursing Homes. See Conva- 
lescent Hospitals 

Organization and Adminis- 
tration. See also Adminis- 
trators; and Governing 
Boards 

Outpatient Department 

Pathology Department. See 
also Necropsies 

Patient Relations 

Pensions 

Personnel Management. See 
also Pensions; Salaries; 
and Unions and Collective 
Bargaining 

Pharmacy Department 

Physical Therapy Depart- 
ment. See also Poliomye- 
litis 

Planning. See also Archi- 
tects; Consultants; and 
specific departments 

Poliomyelitis. See also Na- 
tional Foundation for In- 


fantile Paralysis 

Practical Nurses. See Sub- 
sidiary Workers 

Press Relations. See Public 
Relations 

Psychiatry in General Hospi- 
tals 

Public Health Service Act. 
See Hospital Survey and 
Construction Act 

Public Health Service and 
Hospitals 

Public Law 725. See Hospital 
Survey and Construction 


Act 

Public Relations. See also 
National Hospital Day, and 
Patient Relations 

Purchasing Department. See 
also McGill Summaries and 
Surplus Property 

Radiology Department. See 
also Chest Surveys 

Reconversion 

Recruitment. See Nurses and 
Nursing Service 

Red Cross. See American Na- 
tional Red Cross 

Religion in Hospitals 

Retirement Plans. See Pen- 
sions 

Rural Hospitals 

Salaries, ete. 

Small Community Hospitals. 
See Rural Hospitals 

Social Security 

Social Service Department 

Statistics 

Strikes. See also Unions and 
Collective Bargaining 

Subsidiary Workers 

Surplus Property 

Survey and Construction Act. 
See Hospital Survey and 
Construction Act 

Surveys 

Teaching Function of Hospi- 
tals 

Trustees. See Governing 
Boards 

Tuberculosis. See also Chest 
Surveys 

Unions and Collective Bar- 
gaining 

Utility Rooms 

Veterans Administration 

Volunteer Workers 

Wagner-Murray-Dingell Bill. 
See Compulsory Health In- 
surance 

X-Rays. See Radiology De- 
partment 


REGULAR SECTIONS OF THE MAGAZINE 


Bacon Library 

Blue Cross News 

Caiendar of Association In- 
stitutes 

Calendar of Association 
Meetings 

Current Health Conditions 

Current Listing of New 
Members 

Dietetics Administration 

Editorials 


McGill Summaries 

Medical Review 

News 

Opinions 

Personal News 

Purchasing 

Reference Guide 

Reporting from Washington 
(discontinued after July 
issue) 

Service from Headquarters 

Your President Reports 
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January to December, 1946, Inclusive 


A 





Accidents—their prevention. (Reference Guide)........ July. 63 
ACCOUNTING 
Expanded program for better accounting. W. H. 
Markey, Jr. Nov.- 55 
July Institute will study cost analysis........................ May-106 


Medications for outpatients—operating a success- 

ful dispensary. Part emule and legal 
requirements. D. A. Cla .Oct.- 60 
ADAMS, VAN C. Why not uaeas ail these services?. -_May- 20 


ADMINISTRATION. See: ORGANIZATION AND AD- 
MINISTRATION and GOVERNING BOARDS 














ADMINISTRATORS 

eo background for the administrator. D. 

Conle .Apr.- 38 
Consider the role of the medical director. R. F. 

MUMMY Ssconasairp ea uninch ec aeticen coee eho co sompoceone pe aeec canpehiuamucne they Jan.- 56 
Nursing journal concludes survey of administra- 

LO EEE LESS REE Se ae a ee Se March-114 
Raising the standards of administration .-Apr.- 57 





fe aR OS ene a ALE 
Times Demand trained administrators. F. R. 

EL ee Ce ee eee mere ate Apr.- 36 
4 — college courses in hospital administra- 











eccerte Sept.-114 
why the returning administrator should study 
other hospiiais, ©. T, Mardy, O48, ......<...0-- 2:50:04. June- 67 
ADMITTING DEPT. 
Narrow diagnosis on urgency. C. S. Aston, Jr......... July- 20 
Payment control through study of risks at admis- 
eR ae A a ae ener ae 54 
Reception room. (Wditorial) ...........-...<....-..-.<..-.2<65.<-%.-< July- 65 


Stable ratio of beds to returning staff. R. C. Nye....July- 20 
Advertising columns often overlooked. F. 4 sewers June- 22 





Advertising not proper method. J. G. Norby................ June- 20 
AGNEW, HARVEY, M.D. Why blame esas for 
the personnel shortage? Nov.- 39 


(Reprinted from Canad. Hosp. 23: 27, Sept. 1946) 
AIDES. See: SUDSIDIARY WORKERS, and VOLUN- 
TEER WORKERS 
AIR AMBULANCE. See: AMBULANCE SERVICE 


AIR CONDITIONING 
Program to install air conditioning. J. MacRit- 








RN So oecva peices beeen enmesp us seeoreseenieusankchsoeee ye anaphcoatnbecataascopacswemned Dec.-22 
AIRBORNE INFECTIONS. See: INFECTION IN HOS- 
PITALS 
AITA, A. A. No. 1: Communicable diseases.................... May-. 20 
Alcoholics; one year of success in treating. A. R. 
Munro July- 35 
ALDRICH, C. ANDERSON, M.D. Neonatal crying; a 
study of its incidence, causes and control.................. Apr.- 68 
ALLEN, WILMAR M., M.D. Let trained personnel 
manager learn about AS | a cea serena Oct.- 22 


Allied cooperation over the ocean. R. E. Fanning...... Feb.- 66 
ALMACK, RONALD B. _—, — hospitals rank 

in providing specified services....... Dec.- 59 
ALTON OCHSNER MEDICAL “FOUNDATION, NEW 

ORLEANS 

Shortcut to keeping the staff posted. S. DeBakey....Jan.- 70 


AMBULANCE SERVICE 
Emergency air ambulance serves Saskatchewan. 











tye A. EDS Se Oe eee June- 75 
How San Francisco operates a complete emergen- 
I ON. alc 7 a REN Oe none oacndestcnenseescnasnsnvessasessnauun July- 38 
Key to emergency care is cooperation. F. D. Cele- 
brezze and C. T. Dolezal Jan.- 35 
Ambulant patients. J. B. Pasto -July- 44 





AMERICAN ASSOCIATION OF MEDICAL RECORD 
LIBRARIAN 
Officers elected at Southeastern Conference.............. July-107 
AMERICAN FOUNDATION FOR PHARMACEUTICAL 
EDUCATION 
Grant made for survey on eee educa- 
| EAE ae 8 June-112 


AMERICAN HOSPITAL, ASSOCIATION 
Annual convention of Association to open at Phila- 











Hetohia On Soptember 20.....................:......---...-5 March- 95 
Association enrolls veterans hospitals as active 

IN sass peso oo pap ences nape ea pots asere ese mbcaebe cesses Apr.-114 
Association lists six institutes scheduled for June, 

IRI RIND yo oases cocina usunen cosuecaceehplphnen sntncweeetier-s=ihe June-114 
Association voices opposition to proposed Federal 

health bill. J. H. Hayes........ June- 72 
Convention—Summary report on the Association’s 

year .O 








Convention:—The plans take shape......... 
Convention announcement. (Editorial) 
Convention highlight. (Editorial).............. 




















Councils name 1946 Committee members.................... Apr.-132 
and e May-150 
Wavoranie sien. CMditorial) q.....--.....-2--....- esc. -nscceecnnateene Dec.- 63 
“Hospitals”, official journal, this month begins its 
second ten years Jan- 45 
and Editorial Jan.- 65 
Indian hospitals join Sept.-118 
—e backward; some veterans of 1906 carry 
..March- 56 
Membership for public hospitals. (Editorial) .......... Aug.- 69 
Mer SR RENRRON, COBDTEORIBN Donia ioc nance nese neces annoy July- 65 
New directory; survey indicates patients pay $l a 
day below costs. R. Hudenburge..........................----.- Sept.- 49 
1946 directory; a study of bed distribution accord- 
ing to length of stay. R. Hudenburge.......................- Oct.- 52 


IV 


Now to Philadelphia for the Convention.................... Sept.- 39 
Officers of the American Hospital Association.......... Jan.-102 
Pensions—background of the Association pro- 

gram. G. Swope ....................-..-.2----+- picvaacbcen tqasecwnsabesceae Aug.- 74 
Review complete. (Editorial) -................. March- 68 








Welcome! CHGHOrial)) .25.5......6.. ci scceeccsccccctensesstnessotenncsenscee May-104 
AMERICAN HOSPITAL ASSOCIATION. BACON LI- 
BRARY. See: BACON LIBRARY SECTION 
AMERICAN HOSPITAL ASSOCIATION. BACON LI- 
BRARY COMMITTEE 
Broader catalogue increases Library’s benefits........ July- 95 
AMERICAN HOSPITAL ASSOCIATION. BLUE CROSS 
COMMISSION 
Survey shows Plans find no lack of full facilities...Febd.- 88 
AMERICAN HOSPITAL ASSOCIATION. BLUE CROSS 
COMMISSION. See also: BLUE CROSS 
AMERICAN HOSPITAL ASSOCIATION. COMMITTEE 
ON GOVERNMENT PURCHASE OF HOSPITAL 
CARE ° 
New cost formula proposals. ................--.------+----+++--+-++« Oct.-108 


AMERICAN HOSPITAL ASSOCIATION. COMMITTEE 
ON PURCHASING, SIMPLIFICATION, AND STAND- 
ARDIZATION 
S. and S. group discusses plan for fellowship at 
Bureau of Standards. Feb.-120 


AMERICAN HOSPITAL ASSOCIATION. COUNCIL 
ON ADMINISTRATIVE PRACTICE 
Council proceeds to study principles of reimburse- 











cl Sipe Rae Sa aN Gel OCS RR eae ETE ee en ee May-146B 
Expanded program for better accounting. W. 6 
Markey, Jr. ..Nov.- 55 


Guide to textile buying II (blankets). F. 
Bruesch,. Jan-120; (towels and pillow cases)........ Feb.-128 
July Institute will study cost analysis. .....0..0000........ May-106 
Propose formula for determining Blue Cross cost...Feb.-108 
Proposed Institutes, standards, considered at Coun- 
cil meeting. Feb.-107 


AMERICAN HOSPITAL ASSOCIATION. COUNCIL 

ON ASSOCIATION RELATIONS 

National meeting calendar avoids confusion. -.......Jan.-112 
AMERICAN HOSPITAL ASSOCIATION. COUNCIL 

ON GOVERNMENT RELATIONS 

Committee on model licensure law completes out- 

line Of TSU TAS. <2... 0..0..05.00..-c 00 Jan.-110 

AMERICAN HOSPITAL ASSOCIATION. COUNCIL 

ON HOSPITAL PLANNING AND PLANT OPERA- 








TION 
Architects’ roster will not require membership 














Ne Nate sicn os sateen eee bey coh eka as week coud May-134 
Available soon: Planning Review Service................ Sept.- 58 
Construction plan survey is called need of hospi- 

Lo Seer names eA Cee ee ee Apr.-116 
Initial roster of hospital architects approved by 

BB OCIOUNO Ny 1 oan ssi ce ceenccisincnas pe cccscwncosene ines May- 50 
Outlining a program for comprehensive review 

service on plans. J. McNee. May-100 





AMERICAN HOSPITAL ASSOCIATION. COUNCIL 
ON PROFESSIONAL PRACTICE 
Council to submit four projects for Committee 
(ONE. t Gap 2 Sa RAR Alley Fa & RRR =\ D5 See ee i ee Apr.-110 
— Pharmacy Institute planned for spring 





EIR 2 ek Sais aan OR Beep ON ye el eens uy Be! an.- 99 
Mental Hospitals Committee drafts plans for 
Oxtensive: TUtUTS PYORVAM, | ....-.....-.-....ccsesccsegccecsceeses Apr.-115 
Reconversion pattern for Red Cross care. (Wash- 
ington Service Bureau)...... Nov.- 64 
Survey shows need of recruiting both graduate 
and student nurses. May-146A 





AMERICAN HOSPITAL ASSOCIATION. COUNCIL 
ON PUBLIC RELATIONS 
Public Education Contest winners awarded 
plaques. Jan.-113 
AMERICAN HOSPITAL ASSOCIATION. HOSPITAL 
SERVICE PLAN COMMISSION. See: AMERICAN 
HOSPITAL ASSOCIATION. BLUE CROSS COM- 
MISSION 
AMERICAN HOSPITAL ASSOCIATION. MIDYEAR 
CONFERENCE 
Announcement. .............. Jan.-53; Feb.- 61 
Successful midyear conference emphasized admin- 
istrative problems. March- 49 
AMERICAN HOSPITAL ASSOCIATION. PENSION 


COMMITTEE 
Pension Committee members on board of 














N.H.W.R.A. March- 95 
Pension plan is now open for enrollment. G. Bug- 
bee. Sept.- 59 





AMERICAN HOSPITAL ASSOCIATION. PERSON- 
NEL COMMITTEE 
New Committee announces plans for Institute on 
Personnel Management, ...............ccccoccssccccceescecccccssecees May-138 


AMERICAN HOSPITAL ASSOCIATION. PLANNING 
REVIEW SERVICE. See: AMERICAN HOSPITAL 
ASSOCIATION. COUNCIL ON HOSPITAL PLAN- 
NING AND PLANT OPERATION 

AMERICAN HOSPITAL ASSOCIATION. WASHING- 
TON SERVICE BUREAU 
At your service; the Washington Office looks back 








—and ahead J. R. Clark. Jan.- 66 
Clark resigns ‘position as director of Washington 
Service Bureau. Apr.-106 
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Johnson added to Bureau staff. . .-....-.May-134 

Tuberculosis control:.The Veterans’ program. Seana Aug.- 67 

Whitehall named acting director of Washington 
MO TRU ow cards co spaeninnns aveesepeceds aceacteenastgaaes May-134 


AMERICAN HOSPITAL ASSOCIATION. WASHING- 
TON SERVICE BUREAU. See also: REPORTING 
FROM WASHINGTON SECTION 

AMERICAN MEDICAL ASSOCIATION 
A.M.A. approval rules for medical insurance out- 

EMNGy | 2a ctee dav snwadadecnvavsdncntsex destdabcis kagag desu ovis «3 fa iconeeiac ae March-100 

I Meat a occa cancers cenecscdeciowe acasncccoeouidecrec sue Aug.-114 
A.M.A. prepaid medical care program takes shape. July- 99 
A.M.A. stand on National Health Program is 





OC NINES BCE Ree a ak ei ws Aiea o 8 to ne Sane ee PRS een 4 March-102 
Physicians oppose President’s health insurance 

papi sees aCe AS, eT ic eR Were ae SR Jan.-113 
Statistics on hospitals reported by American Med 

ARIE IPNCNAT EER NOD RRS oo ven ctsd duane panied ocantind in bacade patti May- 146B 


AMERICAN MEDICAL ASSOCIATION. COUNCIL ON 
MEDICAL SERVICE 
* Nonprofit dilemma for prepaid eae a Aug.-106 
AMERICAN NATIONAL RED CR 
Now available: 1,250,000 packages or dried plasma. 
G. F. MRA CERI SOM eo ee eee, re ee ee ee Jan.- 74 
Reconversion pattern for Red Cross care. (Wash- 
ington Service Bureau). ............... i 
Utah now knows how to cope w o 
poliomyelitis. F. S. Emery and E. S. gewart. ...June- 48 
AMERICAN NURSES’ ASSOCIATION 








Sc, TMI RNR i nes ceerdntencnnntesniensccdmenneieiiinwsaosuidiiaasd Nov.- 99 
AMERICAN PUBLIC HEALTH Pant iat 
Health group adds committee members. .................. May-144 


ANDERSON, INDIANA. ST. JOHN’S HICKEY ME- 
MORIAL HOSPITAL 
Solving a strike wave threat to income. Sister M. 
BAM a TC ee RR Feb.-53, and editorial Feb.- 69 


ANNUAL REPORTS 
Advertising columns often overlooked. F. J. 
Walter. 
Annual reports. (Editorial) 
Hospital not in same category as bank. H. Robin- 
MR NN o ocisare secre seanceiccsnness ae enw acmnnabatead ask nantes kscesase Gocoeensauenied June- 22 
Paid advertising not proper method. J. G. Norby. June- 20 
Printed booklets earn good will. L. E. Richwagen. June- 20 











Approval granted 2,833 hospitals in U.S..................... March- 95 
ARCHITECTS 
Architect and the hospital. K. K. Stowell. —.............. Nov.- 65 


(Reprinted from Arch. Rec., Aug. 1946) 
Architects’ roster will not require membership 


NN ek eons cas sss ware sea cea ennibe ig ectagnasseasanaenetemeneeevexs ace May-134 
Initial roster of hospital architects approved by 

PAO TRU NN, ns seen bose voentaocagasecncenn ee ace emnnalaaioeseed May- 50 
Qualified architect will — to prevent waste and 

CNUs. GE. TO CC asa neice esecncnsnks May- 49 
Three guides to finding a good architect. J. R. Ed- 

miungs, of: and EH. Ti. BAyler. 2..scc. 3. 20esi ene »-May- 99 


ARCHITECTS. See also: CONSULTANTS 
ARIZONA a laa ASSOCIATION 

IR I LOO oon daas shccecaretnscenaescnsue ihe dae saevaws July-114 
ARKANSAS HOSPITAL ASSOCIATION 

PEROO UE CROCE. ances os cscs es ca soc acne lac etece dedeewedemescnas July-114 


ARMY HOSPITALS. See: MILITARY HOSPITALS 
Army medical care—postwar view. J. L. Sundberg. ..Feb.- 59 
ag nurses, few, plan to return to prewar posi- 
LO 
ARNOLD, W. E. Mutual confidence leads to better 
DFOTCSBIONAL TEIATIONG.  <.2.cccccs.cccccc2..coccoccscocnaccoscesecuscanenes July- 76 
Normal operation best guide. -.............0......--22..-------- March- 20 
ASSOCIATION OF WESTERN: HOSPITALS 
Hospitals of the future theme of Western Confer- 








GMCS ATURE BECCENG. 5occcccciicc. ccc cccccccneccccssesnceweseeceneses June-124 
ek oe a CO EY, Ee eee ae A ee ee AES July-115 
sia il ’ stecacnlanes to be discussed at Western Con- 

ER RRR SO Nia oe PSB Di ek eG IE RE Ue ein Se May-133 

ASTON, CHARLES S., JR. Narrow nash cian on ur- 
Es, | -caceseesciasiaphigeAcitssniceacenteisicgiaandcciateiteanannddnanasae tatenosesiousidonsstebnigienian July- 20 


AUTOPSIES. See: NECROPSIES 
AUXILIARY ORGANIZATIONS. See: VOLUNTEER 
WORKERS 


BACON LIBRARY SECTION 
Jan.-94; Feb.-102; March-91; Apr.-97; May-129; 
June-105; July-95; Aug.-95; Sept.-91; Oct.-89; 
Nov.-79; Dec.-78. 
BAKELESS, JOHN. Some tips on the technic of tech- 
nical writing. 
BARNETT, E. DWIGHT, M.D. New program? Sell it 
Grat to the desartment heads. .................................... Sept.- 65 
BARRETT, JOSEPH E., M.D. and LUDLOW, WIL- 
LIAM H. Planning for efficiency as the ‘mental 





MINER CRUG a Gas nis a cacidtdninamnosluen/cuicaunasiacas oamuauenen Aug.-122 
BARRON, WILLIAM E., becomes administrator of 
Shadyside Hospital, Pittsburgh. -...............................- Aug.-136 


BEAVER, HOWARD T. Ample funds available........ March- 39 


BEDS. See: HOSPITAL FACILITIES 
BELTRAN, MRS. V. G. How mission hospital met 





GRDANCHO BOLEULG oq c.cecccsesccccecicaccsccconsccasceecsancassiccsncse June- 82 
BENGE, EUGENE J. Morale can be determined—and 
bettered TE asain ssc ccna cncd diewandcoesends eovexees teenies June- 79 
Bikini hospital Tacilitias....:..-. 22s... scceeZeccectecccescksenwecane July-104 
= for postwar patients, who will pay? F. G. Car- 
Decidio recede ch cine io op eerie pa eraros St SEPA a ot ee May- 35 


BISHOP, HOWARD E. First four special services...... May- 20 
BLAIN, DANIEL, M.D. Veterans Administration plots 


ea re een eke ae OI ee RET Dec.- 38 
BLAKE, EDGAR, JR. Some obstacles overcome in 
establishing a basic five-day week...................0.......--- Aug.- 39 





Blankets buying guide. F. G. Bruesch 
BLOCK, LOUIS, DR. P.H. Analyze costs before in- 
vesting more in hursings education........:..<-.:..<2..<....... No 
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Approach to a cost Suasiated of nursing school opera- 





1” RARE cack ea ee eile SEE otal PS PLE Pe SAE July- 66 
Blood banks: ; 1,250,000 packages of 
dried plasma. G. F. Meinnes: 2 ee Jan.- 74 


BLUE CROSS 
Anderson, Indiana: Almost 100% Blue Cross shhesnican -Aug.- 87 
Blue Cross. (Editorial) -....... a RAS 
Blue Cross continues to expand... 
Blue Cross payments. (Editorial) ..........................-..----- ‘Feb.- 
Council proceeds to study siehameatetndibe of reimburse- 
ment tite ae 146B 
Enrollment at “all-time ‘high. CERES 
Essential service. (Editorial) -................... 
Higher subscriber rates. (Editorial) 
Idea-exchange basis of meeting on public rela- 
ULC) Ee: nae Dennen TEN eee ee Oct.- 75 
Illinois Association proffers aid to medical care 
WOR aoa cian soanansetsebabtnioautnacneanntasagtadineseeinettid tee eansadiaoaeee March- 96 
In hospital-Plan relations, the foundation is serv- 


















fee baweiite. G. PUImeml........ 6. June- 64 
Medical care plans show healthy erow th... 2s. Jan.- 81 
Michigan Hospital Service faces withdrawal 

ES See EE ARE Se RTE ate ones me Sn eee Feb.-108 
Michigan pioneers in veterans’ ‘home town’ care: 

how the Michigan Plan operates............................ March- 76 
Pacific Coast Conference emphasized public educa- 

1 eee EEL Ea? SRP Rete” SA eR SEr Ont ein ORR ee ne. to) Apr.- 84 
Plans ask for reindorsement of service benefits...... oo pige 
Bel) Ct ue BCT ) a Sos aa neee mee oeape Seabee yee _Aug.- 68 


Propose formula for determining Blue Cross cost... eb. -108 
Recommended principles for hospital-Blue Cross 
relations. Aug.- 838, and Editorial........................... Aug.- 68 
Rorem resigns from Blue Cross Commission ....Nov.-110 
Service benefits. (Editorial) -..............................- ..May-105 





Service under contract. (Editorial) -......................... _..June- 70 
Solving a strike wave threat to income. Sister M. 
J. Francis. Feb.- 53, and Editorial-........................... Feb.- 69 


Southwest Plans hear local goals for. future at 
Southwest Blue Cross Conference, July 24-25. ...Sept.- 84 
Survey shows Plans find no lack of full facilities....Feb.- 88 








They can’t take it with them. (Editorial)-.................. July- 64 
They will sign up, but—. Mrs. I. F. McCabe.............. May-110 
Thirty-nine plans now give coverage for individ- 

RN acer reece eee cnnip reinenag July- 83 
Three government units back coverage by plan......June- 93 
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PORUITSMIBNEE.. 1D. Ay. TOUREIC..n. 55. . 2n. 2-2. cccnnnscrgrennsnaveena-te Oct.- 60 
Narcotics; hospitals’ legal and moral responsibil- 
EY ie MN a aes Sooners earner. Nov.- 59 


Poverty is not the sole guide in liability for care. 
E. Hayt. 


Libraries, medical: Shortcut to keeping the staff 
Nc I aa arn dred mmswactidmivepennics Jan.- 70 
LICENSING OF HOSPITALS 
Committee on model licensure law neon led out- 
une of first. draft. ................-.. 
Dakota Association to ¢ i li 
LINCK, ——— J. Even the crippled ean work 





BEND ITE toe ee A Ae, AUS, Oe March- 54 
LINDBERG, VICTOR S. Local problems call for local 
| aT ORR EP PEL ee REN RICO en ees Set Apr.-*20 


LINDBLAD, CARL A. Return to fulltime paid em- 


NN cot as pen vcaariact vee sancoes actrees sburenee coe maenssucunconenamserere Apr.- 20 
LITTLER, ROBERT. Collective bargaining. (Sym- 

UN oe a a eB en es ep as alga ee pcanicodpeniackyhenated Deec.- 54 
Loan, commercial, what to consider in seeking. wanes March- 47 
LOUISIANA HOSPITAL ASSOCIATION 

— state meeting held by Louisiana Associa- 

Sek Se EE OE Po ean eee a A SE rE. June-126 

LUDLOW, WILLIAM H. See: BARRETT, JOSEPH 

E., M.D., jt. auth. 
LUTES, J. DEWEY. Opposing view: Only nurses 

RPMUNAOMRNMNNIN S  ucdisci want vsti ciccensaccaht lacee eeborsuuntletertccnncensum cescueeee Aug.- 78 


McCABE, MRS. IRENE F. They will sign up, ym May-110 
McCORMACK, JOHN F. Practical nurses—the vital 

part they play. SE RES arte eee Aug.- 76 
MacCURDY, FREDERICK, M.D. Tuberculosis con- 

trol: The mental patient. RAPT OE ee OR ee Aug.- 56 
MacEACHERN, MALCOLM T., M.D. A welcome pol- 

icy change. (Comment on article ‘“‘Why. not discard 

medical records after 25 years?” by Carter and 





II i cats nist sccencignt antics ugeebansaccccgtbobecsncancouvakueussbuabeucascuncs outs Aug.- 36 
McGIBONY M.D. Narcotics; hospitals’ legal 
and moral responsibilities. scala acon theses Sadlaneuaconedeees cll Nov.- 59 
a SUMMARIES. (See also: Purchasing Sec- 
Jan.-124; Feb.-132; March-128; Apr.-126; May-157; 
June-131: July- 122; Aug. -130; Sept. 6; Oct. -96; 
No.- 92; Dec.- 88 
McGINNES, G. FOARD, M.D. Now available: 1, 250, 000 
packages of dried plasma. ERO SOE EEN” Jan.- 74 
McNEE, JAMES. Outlining a on aaa for compre- 
hensive review service on IIR csaccac dase stenoses cnesnacccues May-100 
MacRITCHIE, JOHN. Program g ‘install air condi- 
eres ce chuauecace Dec.- 22 
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DERG, dx 2: TE 16 BOLTS 00 ROM: co ssncsnasreecicctperre enue March- 41 
RRR  aannciecnic invariably pays dividends. 


DRI a a OT os San ewan onnctncen sete Feb.- 64 
MANNIX, "SOHN R. leaves Blue eae July-106 
Manufacture, non-sterile, in the hospital pharmacy. 

R. A; Kumpf. PEERS RRC BONES eC EE SOR! May-102 


X 











a a in hospital pharmacy. (Reference 

RS scat oo rae win oh woes bs davies parma hus mites ome eC SA ae an oa Uc weaee Oct.- 58 
Manufacturing sterile medications, ‘organizing phar- 

macy for. A. P. Godley and L. F. Godley. Saaahesaccascsen June- 76 
ag re, + a R. J., M.D. Experiment in ‘music for 

morale’. Feb.- 20 
MARKEY, bg fee nage H., JR., C.P.A. Expanded pro- 

gram for better accounting Sots Nov.- 55 
MARKEY, WILLE AM H., Th, C.P.A. joins head- 

quarters ag gels tec cache July-110 
MARQUAND, R. W. How the pharmacy committee 

CR 1 RIC Ser” IPAS SRO Be Sa ei = aR he ce ll a Apr.- 64 


MASS RADIOGRAPHY. See: CHEST SURVEYS 


MATERNITY HOSPITALS AND DEPTS. 

Elements of the general hospital (plans). U. S. 
Public Health Service. Hospital Facilities Sec- 
7. Sete eas com ere 

Modern standards in adequate facilities for ob- 
stetric care. U. S. Public Health Service, 
pital Facilities Section. 

What is current practice in the formula room? 

illam. PERE Te ER ADM Bn eee ie Oct.- 80 


MATERNITY HOSPITALS AND DEPTS. See also: 
NURSERIES 

Medical care plans show healthy growth. .................... Jan.- 81 

Medical director’s role. R. F. Brown. ....... pee ee eee Jan.- 56 


MEDICAL EDUCATION. See: INTERNS AND RESI- 
DENTS, and TEACHING FUNCTION OF HOSPI- 























Feb.- 50 





TALS 
Medical education and care; three eras in relation- 

SACRA SB te Ry eee ee nee ne ey ee eee Apr.- 48 
MEDICAL RECORDS DEPT. 

Improving the utility of medical records. H. V. 








EMM NANTUMIN ID oo iano occ cence sun cneonsaposesechvaveradcsiuncscveaccavecs-a-ciaaee June- 69 
Institutes a form of integration. (Editorial).............. Oct.- 50 
Medical record librarians’ institute, Cincinnati, 

MOMS Sica tes acre Ue age tsa at ac gwaags che ciceiunsceecenaeacconsavasen ‘Au g@.-112 
Medical records—to be kept forever? (Reference 

cL ARSE EN ES Der SA SRDS PRR care apt ie. eae SA EEE Aug.- 70 





Purchase of medical records library. J. G. Dudley....Dec.- 22 
Tuberculosis control: The records. I. R. Hubert. 
illus. Aug.- 52 
Why not discard medical records after 25 years? 
F. G. Carter and F. C. Sutton. (With comments 
by Malcolm MacEachern, Adaline Hayden, Nellie 
Gorgas, and Emanuel Hayt)........................ Aug.- 35 
MEDICAL REVIEW SECTION 
Jan.- 90; Feb.- 96; March- 87; Apr.- 93; May-125; 
June- 101; July- 91; Aug.- 90; Sept.- 87; Oct.- 85; 
Ee Sis (ag Ry SUES SON Ea nae ne ncaa SiS Ee Ske ae aa Dec.- 74 
MEDICAL SERVICE PLANS 
A.M.A. approval rules for medical insurance out- 











OS ERS E I. EEE NN) TOER TOT  e Te March-100 
A.M.A. prepaid medical care program takes shape..July- 99 
Prepaid medical care nonprofit dilemma.................... Aug.-106 


MEDICAL STAFF 
Consider the role of the medical director. R. F. 








NR 2 aig ag Fee naan hat on es anteeensecentsesuaioneaccarcuncwaesd Jan.- 56 
Critical analysis of hospital organization. F. R. 
MN Baap omen ect ecasnts aon cseee etn canes coueies oecucesanecescatsteewed July- 71 
Efficient group practice as a step toward top care 
for all. EEE ESIC ENN he ae tea tea eee July- 81 
Even the pie not sized hospital should have a 
fulltime chief of staff. C. F. Wilinsky...................... Nov.- 47 
Higher standards through progressive policies. P 
FSU RRM Coe sicets 6 Sea ac) idm otc Obes Seas bcbacd i scccasAeveosnmnssin-woresss ees July- 77 
Mutual confidence leads to better professional re- 
pa ee SE, 2 Se eS July- 76 


Nonprofit hospitals are exempt from medical prac- 
tice acts; medicine is practiced in — not by 


hospitals. J. R. Clemmons and E. Hayt.................. Sept.- 72 
Offices for doctors; Pennsylvania Hospitai’s mod- 

ern facilities. J. N. Hatfield. illus... Nov.- 44 
Question-answer meeting, in effect, is postgradu- 

ate training. J. P: Camppoll...-....:..........2--..5......-0.0-2 July- 79 


MEDICAL STAFF. See also: INTERNS AND RESIDENTS 
MEMBERS, NEW A.H.A. See: CURRENT LISTING 
OF NEW MEMBERS 
MENNINGER, KARL A., M.D. Mental patients pre- 
— at Winter General Hospital, Topeka, 
ansas 


MENTAL gett Eel — NERVOUS AND MENTAL 
DISEASE HOSPITA 

METHODIST OSSOCLATION OF HOSPITALS AND 
HOMES 
— of meeting Feb. 5-7. Jan.-104. Meet- 


MEYER, PAUL, JR. Maintenance forethought invar- 

SOIT Y VAGE Oi VIC oon. 5 ns ~--—cconinnssennscsennrncnswiceraconcenvene Feb.- 64 
MICHAEL REESE HOSPITAL, CHICAGO 

Example of leadership. (Editorial)......................-....... Nov.- 62 
MICHIGAN HOSPITAL SURVEY COMMITTEE 

Michigan’s blueprint of integrated service.................. Oct.- 35 
Michigan hospitals, the statistical picture. D. B. Wil- 

son ...... July- 49 
Michigan pioneers in veterans’ “home town” care...March- 76 
Michigan survey group considers the expanded func- 














OE’ Gf Ck, EE ree Feb.-124 
MICKEY, HAROLD C. ae management job 
calls for trained lead Oct.- 20 





MID-WEST HOSPITAL ASSOCIATION 
Mid-West meeting approves plan for expansion 
RN asso ooo eccsaco se. neiesacesangediceqcnessectos sasipaccocesshecentessy sal June-120 
MIDYEAR CONFERENCE. See: AMERICAN HOSPI- 
TAL ASSOCIATION. MIDYEAR CONFERENCE 
MILES, MRS. MARY WICK. Camera has a place ina 














hospital’s teaching program Feb.- 72 
MILITARY HOSPITALS 
Pospital Care At Gini. ....2.05....-.-5.-....---.eccccosesee---adeceagesee i ical 
Inter-Allied cooperation over the ocean. R. E. Fa 
ning nats <— - 66 
Military vs. civilian. R. T. Viguers.....................2-22------- Oct.- 47 


HOSPITALS 














—— view of Army medical care. J. L. Sund- 
Sa Se aCe Ss Feb.- 59 





be 
MINNESOTA HOSPITAL ASSOCIATION 





Minnesota group accepts auxiliary July-106 
Model licensure law Co enn Jan.110 
MOHLER, H. J. receives annual Hospital Council 

Community Service Award for 1946.......................-...--- July-128 
MOLNER, JOSEPH G., M.D. Fel pe care of infan- 

tile paralysis patients demands organization of the 

RE OL SE ORR TAD INE REE June- 40 
MOLNER, JOSEPH G., M.D. See also: GUDAKUNST, 
DON W., M.D., jt. auth. 
Money raising prospects—from the professional view- 

Pt a A CTC) ere, ee ie nr paar rie March- 38 
MONTGOMERY, LALL. G., M.D. See: BROWN, NEL- 

LIE G., jt. auth. 

MOONEY, FRASER D., M.D., F.A.C.H.A. Our day-to- 

Cay Ta TOINGIONe 2.642 Oct.- 48 
Morale can be determined—and bettered—by sur- 

Os Mile. tiie 1 MORIN oasis wnecececcdet can aps doe oo ciechide nid sss eevee June- 7 
Multiple management enables employees to share 

bg STE aS Ps A RR 2 oS a eae rene May-107 
MUNCIE, FREDERICK T enters field of public ac- 

counting EE SSE Se EGO Renta et bee nae. July-128 





Manioiant hospitals in Frisco operate complete emer- 
meney service. J. A. Featelve....2<... 25.05.50... sceveccaneceoscent July- 38 

MUNRO, A. ROBERT. One year of success in treat- 

ing alcoholics at Knickerbocker Hospital, New 
Pty LD | Se ee ee een meee tee ee ee July- 35 
‘Music for morale’ experiment. R. J. Marcotte.............. Feb.- 20 


N 


NARCOTICS. See: PHARMACY DEPT. 

NATIONAL ASSOCIATION OF METHODIST HOSPI- 
TALS AND HOMES 
Meeting to be held February 5 to 7. Jan.-104 





Meeting 
NATIONAL FOUNDATION FOR INFANTILE PA- 
RALYSIS 


Complete care of infantile paralysis patients - 
mands organization of the community. J. 


be ee tle NE eee Reem Sane sree ee “June- 40 
Essential services are assured by the National 

Poundation. BH. Ei Vari TRIDGF..........<c.<c-essecsiscecensesenseass Tune- 45 
Foundation and hospitals. (Editorial) -....................... June- 70 
Utah now knows how to cope with a siege of 

poliomyelitis. F. S. Emery and E. S. Stewart........ June- 48 


NATIONAL HEALTH AND WELFARE RETIRE- 
MENT ASSOCIATION 
Pension Committee members on board of N.H.W.- 


Be eae ca ee cena tcieese eas asatndaes exe eace Gataseu tom cesassto aera March- 95 
Pension plan is now open for enrollment. G. Bug- 

pO EEE SORES SEE SNE CL CLOT Sn ee a e e E Sept.- 59 
Pensions—background of the Association program. 

NO aoc ceca ae oe ec eg ean See ee he eee ae Aug.- 74 


NATIONAL HEALTH PROGRAM 
American Medical Association stand on National 


12 CE) Me fat) a OC: ER March-102 
Fate of Mr. Truman’s plan. (Washington Service 

MUIR CENID 953.5 92> 00 2 on ass ng sygcmssberegtecnaose daa eacors oncenapetante acaba Sept.-103 
Physicians oppose President’s health insurance 

De Fe ROARED AE DEE PaCS, CHE EE BY RIDES we GE OLD Jan.-113 
President Truman's proposed National Health Pro- 

gram in perspective. R. C. Rorem.. -a-ee----SON.- 42 

NATIONAL HOSPITAL DAY 

National Hospital Day is opportunity to demon- 

strate services to public.......0000.0000000.0----. : ..May-136 
PUGTIUUNANGE, (COUMUCORIIED anon. Se co ninccede an esnenn osacastencendanssadese _.May- -104 





Telling the story of the institution on National 
OSES IR GEM NOW 1 aco loads set ov ce cuseeabie tae sidsendiddavabavaucesa March- 67 
Three Hospital Day themes...........................- ..Apr.- 67 
NATIONAL MENTAL HEALTH FOUNDATION 
Sponsors announced for National Mental Health 
Foundation 
NATIONAL NURSING COUNCIL 
National Nursing Council elects.. 
National Nursing Council offers “program. for the 
ORG UR Ge a a NC a aa oar ohn ca Secs soca wanna n bc a seenie ad Feb.- 44 


NECROPSIES 
Hospitals, morticians, and pathologists develop a 


June-127 





-_Apr.-106 





working agreement. R. B. Crawford Det.- 54 
Program to step up the autopsy rate is esse 
SRL PRY) | TERRE Et Se aise ea ee ee eee ee Jan.- 71 
Neonatal crying; ~ study of its incidence, causes, 
ee ae, eee Apr.- 68 
NERVOUS AND men DISEASE HOSPITALS 
Connecticut plans State-financed psychiatric serv- 
GE ON AME RN NE ccs are tga ae soap naeaantbe docu aeaded Jan.- 99 
Mental Hospitals Committee drafts plans for ex- 
PO ee CUCM Oo 1: ae ioe ce ee ea ee Apr.-115 
Planning for efficiency as the mental hospital 
grows. J. E. Barrett and W. H. Ludlow.................. Aug.-122 
Psychiatric care; missing link in the community. 
Z. Einbinder and M. H. Robinson.............................. Nov.- 73 
Tuberculosis control: The mental patient. F. Mac- 
CNN sig tgs wiccintartensanc decnencneas vane Aad mabe nes pinmuesaetinaueusyacesaa -Aug.- 56 


NERVOUS AND MENTAL DISEASE HOSPITALS. 
See also: PSYCHIATRY IN GENERAL HOSPITALS 
NEW ENGLAND HOSPITAL ASSEMBLY 


March dates set for meeting..................................--<002.2<- Feb.-107 
New England Assembly meeting sets new attend- 
RICO 5c ae sre as sc sna sete nsadaceng ngs east aeyendetteeeysneestinus Apr.-102 


NEW ge rare ha yo Sak em ASSOCIATION 


MI sca censor eine ei erpncs.ce tec ouana eatin veiwaey tawcusanoded July-108 
NEW JERSEY HOSPITAL ASSOCIATION 
oe elected at New Jersey Association meet- 
sian itachi ca elites cin elas ikea aaa June-116 
NEW © ORLEANS ALTON OCHSNER MEDICAL 
FOUNDATION 
Shortcut to keeping the staff posted. S. DeBakey....Jan.- 70 
New York Assembly, scsantstsetatateid health measure 
MGI THCVOGRCCR Cn ino sh Be ain March-116 


DECEMBER 1946, VOL. 20 


NEW YORK CITY. KNICKERBOCKER HOSPITAL 
i — of success in treating alcoholics. A..R. 
NEW YORK CITY. NEW YORK HOSPITAL 
New York Court grants permanent injunction bar- 
PUREE VCREREE | Conn si cncaireise eis onde ones aeictieerenens Jan.-100 
NEW YORK CITY. SLOAN-KETTERING INSTI- 
TUTE FOR CANCER RESEARCH 
Construction begins on first cancer center unit...March-104 
New York comprehensive health care plans rejected 2 
ee. SSE ES OE OEE aE Apr.-115 
NEW YORK HOSPITAL, NEW YORK CITY 
New York Court grants permanent injunction bar- 
Pet ge ES PS | 7 Seeeiee aaa eae eee see eer ean lien ee Jan.-100 
NEWS SECTION 
Jan.- 99; Feb.-107; March- 95; Apr.-101; May-133; 
Fang 109; July- 99; Aug.- 99; Sept.-103; Oct.- a 


NORBY, JOSEPH G. Paid advertising not proper 





I” Vain cdl RAR OI ai) iS Soe Mal gee, June- 20 
NORTH DAKOTA HOSPITAL ASSOCIATION 

Dakota Association to ask license law...................--- June-112 
NURSERIES 


Elements of the general hospital (plans). U. S. 
Public Health Service. Hospital Facilities Sec- 
| ee aI EAR aco He dl TNE SERS eas Et May- 78 
Neonatal crying; a study of its incidence, causes 
and control. A. C. Aldrich......... .-Apr.- 68 
NURSES’ AIDES. See: SUBSIDIARY WORKERS 
NURSES AND NURSING SERVICE 
About nursing in general—craft or profession? 
(Excerpts from address given at graduation 
exercises of the School of Nursing, Maryland 
General Hospital, Baltimore, May 21, 1946) J. D. 
CIN i sccsccscctscctscasnnsateaenencteassaciacesoccamenbeucsecotars Aug.- 79 
Analyze costs before investing more in nursing 
education. L. Block. N 
Approach to a cost study of nursing school opera- 








ov.- 70 


CRIM. Bice RUNCR Sones scovoinceroncareseadbestaniersgeadeessaewcoioual July- 66 
Auxiliary group is needed. J. J. Turnbull. .......... March-122 
Comprehensive program that offers a blueprint for 

the tuture. UE Peewee... ee Feb.- 44 
Dual standard “impossible”. A. J. J. Rourke......... March-120 
Eight years’ experience in New York with licensed 

pi aes Cr a. AS 2 a May-111 
Experimental linking of rural hospital and nurs- 

ing’ schoek S.C. Warned. ......-.... ee Sept.- 56 






Exploitation. (Editorial) 
Few Army nurses plan to return to prewar posi- 








CL ES AO REN Te SES NOTE CBT CI) Feb.-125 
Guarding the health of student nurses. C. 

land. July- 60 
It’s change—“or else”. P. H. Fesler. ......................-- March- 20 
National and local campaigns for student nurse 

GRRORIMIOTIO COMCIIIIE. neg oc hos June-116 
Need new subsidiary worker. R. R. Prangley. .March- 22 
Normal operation best guide. W. E. Arnold. -...... March- 20 
Nurse recruitment: What’s wrong with today’s 

methods? FH. \V¥: Hullarwian. .....60.... cee Dec.- 64 
Nurses sularics. (RaGMavIes) ......-............52 Dec.- 62 
Nursing journal concludes survey of administra- 

2, ES TINS, Tate eS OE NEE RNR nate cee NE March-114 
Opposing view: Only nurses can nurse. J. D. 

MERIT: x. si nigdsoutclind sonacdiniesdisinamabth acdaceahennieicadeadeattentaaiimmaenniainde Aug.- 78 
Our war experience points up need of nursing re- 

conversion. B. C. Haynow. Feb.- 47 


Peace brings its own serious problems as nurses 

face tomorrow. E. B. Wickenden........................- ; 
Picture of confusion. (Editorial)... ; 
Planning surveys merge...............-.--.-- 
Recruitment: Last Call (Editorial)... ea en ee 
Report on nurse placement. F. Gis ean Dec.- 66 
Reporting on the postwar status of U.S. Cadet 

Nurse Corps. L. Petry 
Semi-strike technique...... 
Student rolls still short 
Survey shows need of recruiting both anivemees 

ea OS eae pee Lenn coe eT EE: 
This is what bothers them—................... 
To enroll student nurses. (Editorial) 
Utility area as a more efficient nursing care work- 











ship. J. A. Hamilton and D. Orre...22..200222.cee eee May- 42 
What is the future role of hospitals in nursing 

Ce aS eae Dead: Feb.- 35 
When higher pay fails, what else may be done 

to maintain nursing service? R. Hudgens............ Nov.- 37 


Why blame hospitals for the personnel shortage? 
H. Agnew. Nov.- 39. (Reprinted from Canad. 
Hosp. 23: 27, Sept. 1946) 
Why nurses’ groups are more aggressive today. 
ERE es Canaan rie ese el Dec.- 20 
NURSES AND NURSING SERVICE. See also: SUB- 
SIDIARY WORKERS 
Nurses’ residence; educational leadership may hinge 
on. L. R. Wilson and G. M. Whiteside IT-_............... May- 45 
Nutrition rounds keep everyone posted. A. J. J. 
RAO ie GUURGR NG, en BROOM ae is en Dec.- 92 
_— RUSSELL C. Stable ratio of beds to semnonivenses” : 
u 


YMAN, R. CARTER. Collective bargaining. (Sym- 
en EINES BEEN and es Wield ois eens DOES SR EAE Ne Dec.- 50 


OATWAY, WILLIAM H., JR., M.D. Tuberculosis con- 

CIGARS BRR ON asic ecrtn gp isrncsceinens Aug.- 64 
Obstetric eare—modern standards in adequate facil- 

ities. U.S. Publie Health Service, Hospital Facil- 

RCT ae) CIN ig eit nce pete orcs memn beeen nanetaoeaaad 
Occupancy. (Editorial) 
Occupancy rate, normal, in the general hospital. . 

C.-T - Rasa ahs ets etn Sept.- 52 
Offices for doctors; Pennsylvania Hospital’s modern 

factmtios. J: WW. BIRO nunc sins en nd Nov.- 44 














OLMSTED, LOIS. Polio emergency brings nursing 

service special responsibilities..............2020..2222..202...-..-- June- 50 
OPINIONS SECTION 

ae Pi Feb.-20; March-20; Apr.-20; May-20; June 

Bs -20; Aug. -20; Sept. "30: Ort.-20: Nov.-18; Dec.- 20 

OREGON ASSOCIATION OF HOSPITALS 

Se nt Re aes GPS sila dictate peaeanee Mee July-112 
ORGANIZATION AND ADMINISTRATION 

Consider the role of the medical director. R. F. 





1k SRBROR TANS Seis aS ae Sear Reese cee eel Jan.- 56 
Critical analysis of hospital organization. F. 5 
EN ER ENA ERS 2 6 REED NC IE) eae ye ee July- 71 


Hospitals can start the day an hour later. (Sym- 
posium). A. C. Kerlikowske, M. Sargent, H. H. 


AP a: ee Pt Nov.- 33 
Medical social service; the secret is liaison. G. O. 
TIN Coron SG, chu cabin unnewe --Nov.- 49 





Military vs. civilian. R. T. 
New -Program? Sell it Ay ‘oy "the department 
heads. E. D. Barnett....... Sens i A Ue Rb Nee yl eee on Sept.- 65 
ORGANIZATION AND ADMINISTRATION. See also: 
ADMINISTRATORS and GOVERNING BOARDS 
ae are made of individuals. J. J. witness : ‘ 
BLS EE eR ERAS AE TCLS REE Si EE Eh ae ean nA uly- 7 
ORR, apiece See: HAMILTON, JAMES A., jt. 





eureaeuine DEPT. 
oS ae SP CY Pc a July- 44 
Civic coordination of clinic care in Peoria, Illinois. 


EER Di es ES EAS tet LEN PORES EN July- 46- 


Diagnostic clinic tops list. H. S. Pfirman.................... May- 20 
Elements of the general hospital (plans). U.S. 

Public Health Service. Hospital Facilities Sec- 

NI isin och saiaicosseses Aedig Sek Ras Wan s Siac est ine eccabce san Suiawohenetont ohivescet ae May- 94 
Medications for outpatients—operating a success- 

ful dispensary. D. A. Clarke. Sept.-68; Account- 

ing and tegal requirements.........5.-:.:.......:...-.2...4...03 Oct.- 60 


P 


Paid space is often advantageous. R. M. Hueston...... June- 20 
Paraguay health program built by Inter-American 








cooperation. R. J. Plunkett March- 70 
PARRAN, THOMAS, M.D. Seasonal behavior of polio. June- 60 


PASTORE, JOHN B., M.D. The ambulant...................... July- 44 
PATHOLOGY DEPT. : 
Elements of the general hospital (plans). U.S. 
Public Health Service. Hospital Facilities Sec- 
tion : May- 60 
PATHOLOGY DEPT. See also: NECROPSIES 


PATIENT RELATIONS 
Courtesy—a must in hospitals. E. Giddings.............. Oct.- 67 
Hospitals can start the day an hour later. (Sym- 
posium). A. C. Kerlikowske, M. Sargent, H. H. 

















ESC, MUEDER: cB Ee, MOMNNINIODINID Soon ave cenwsesescocsendierdodcea Nov.- 33 
Kindness, too, can be an effective healer. S. A. 
Ruskjer IIS REST Lah, SS ES ETE SOLE EE SANS SIR tee Feb.- 76 
Our day-to-day human relations. F. D. Mooney...... Oct.- 48 
Patient’s right to privacy is basic. E. Hayt............ June- 84 
7,926 persons view Association film “AS Others 
See Us” Apr.-106 
Payment control through study of risks at admis- 
OS ge SIR A OS Ee eae ie Sone ee July- 54 
Payrolls tax may be stabilized by House. (Wash- 
Se. TOE VICD TROTORINY occ... 05. -- soc even pckanentnensnneneeeseee March- 83 





Pediatrie i cone ae of the general hospital 

(plans). U.S. Public Health Service, Hospital Fa- 

cilities Section May- 75 
Pediatrics department valuable. D. Bremness............ Dec.- 20 
PENNSYLVANIA HOSPITAL, PHILADELPHIA 

Offices for doctors; Pennsylvania Hospital’s mod- 

ern faeilities. J. N. Hatfield. illus................000200...... Nov.- 44 

PENNSYLVANIA HOSPITAL ASSOCIATION 

Expansion of outpatient facilities is recommended 














at Pennsylvania meeting........................ June-112 
PENSIONS 
Employees’ pensions. (Editorial).................................. Apr.- 62 
Pension plan is now open for enrollment. G. Bug- 
SS ee Sept.- 59 
Pensions (Editorial).... Aug.- 69 
Pensions—background of the Association pro- 


~ bg Ce a ee rae Aug.- 74 
Peoria, Illinois, coordinates elinic care. J. M. Storm..July- 46 
PERDEW. W. C., REV., D.D. Speaking of reconver- 
sion; Bronson Methodist Hospital, Kalamazoo, 
Michigan, finds that the hurdles can be taken in 








stride July- 37 
Perquisites to cash; an experience report. J. H. 
SNE scien a cule ceacah cr ck cmnchspeocanaesspeueccaasoksaucipcecoinencteoeereust aceesn June- 35 





PERSONAL NEWS SECTION 
Jan.-130; Feb.-142; March-136; Apr.-136: May-162; 
June- 138; July-128; Aug. -136; Sept.-122; Oct.-116; 




















A EE at AOE: SoA Re cei noe Rep ts Dec.-122 
PERSONNEL MANAGEMENT 

Acute postwar shortage emphasizes need of “help 

OC BRO SS a ES ee ene Seeman ne March- 60 
Added training for personnel is offered....................-. Apr.-108 
Common sense, not magic, is key to personnel pol- 

icy. M. E. Eichelberger..... March- 73 
Constant care curbs theft of supplies. J. E. Hoov- 

er Feb.- 62 
Courtesy—a must in hospitals. E. Giddings RSS Oct.- 67 
Draw from outside for best personnel director. 

La Ses ht Oe RT Ra Ne eee eee Oct.- 20 
Employees share responsibility by multiple man- 

ee Ne ae OER Re ee ee eeernen ger May-107 
Even the crippled can work efficiently. L. J. 

hg ir etre eeccka apis ua dua pineckitewsnacea nied tsccvatenescveneaecoed March- 54 
Experience report on switching from perquisites 

Og a ee ee ee ee One June- 35 


Experiment in ‘music for morale’. R. J. Marcotte....Feb.- 20 


Xil 





Guarding the health of student nurses. C. E. Cope- 











IN a Bi on itt ac ilacdowaves Su ssi cu veodsncus i sosuauceundassgensoate July- 60 
Hospital personnel member can direct sseeerae ‘ 

department. D. C. Smelzer...... Oct.- 20 
Hospital time clocks. (Editorial) -................2........-.---- Sept.- 63 
Industry’s man has expert training for directing 

personnel department. M. Riese.......................-..------ Oct.- 22 
Iowa Association approves personnel practice plan 

Of SCALE WUPBS OGG... 5s ese ca lo kek ase sdin eee cectccs ay-142 
Let trained personnel manager learn about hos- 

RE cS I a oo oes setae eponcenncceccktewcscecevapecd Oct.- 22 
Morale can be determined—and bettered—by sur- 

vey ick Liceicrctensbeietacths 


Personnel Management 
New program? Sell it first to the department 

Ce Rs OR 2 SR See oe en ae eee ene Re Sept.- 65 
Organizations are made of individuals. J. J. Evans, 





FE acer eeae erat aay ange Kine cons netna cer sonctwcpbehewssasacarndsceas July- 74 
Personnel line of communications. R. D. Breth. 

Aug.-80; Employee publications.................022.........-.- Oct.- 68 
Personnel management job calls for trained lead- 

ae RR ON oso en nc senna ewe beasccseseucsepaabeaced Oct.- 20 
Personnel organization 1 =e substitute for good per- 

sonnel relations. C. yel 2. Apr.- 80 
Recruitment also. (isditorial) ies ren gaeenict sabauascokenaencied March- 68 
Some obstacles overcome in establishing a basic ; 

five-day week. E. Blake, Jr................-.....-..---- Aug.- 39 





Starting a department. (Hypothetical problem pre- 
sented at Institute on Personnel Management, 
Chicago, July 29 to Aug. 2) C. E. Prall................ 

This is what bothers them—.......................... 

Turnover among dietitians. E. C. Hayhow. 

Value of education. (Editorial) -..........0.022...2.022............ 

When higher pay fails, what else may be done to 
maintain nursing service? R. Hudgens.................. Ov.- 37 

Who help themselves. (Editorial) Jan.- 64 

Why blame hospitals for the personnel shortage? 

H. Agnew. Nov.-39. (Reprinted from Canad. 
Hosp. O08 27, Sept. 1946) 

Why conduct a training program? R. O. Daughety Jan.- 20 


PERSONNEL MANAGEMENT. See also: PENSIONS. 
SALARIES, and UNIONS AND COLLECTIVE 
BARGAINING 

PETERSON, EDNA E. Train aides in hospital with- 











OUT BONGO! OF TMEBING....-........<...-.--20-sccece---neeseesssce-anaes-cssso Nov.- 20 
PETRY, LUCILE. Reporting on the postwar status 
of U.S. Cadet Nurse ER AE IC Se alae eae eae Feb.- 39 


ee HOWARD S&S. Geaahontic clinic tops the 
1 eee 6G Sea RACSE eS Oy 
PHARMACY DEPT. 
Administration of an effective pharmacy requires 
a sound policy. Mrs. E. G. Scott.........2.....22..........--- Jan.- 58 
Attaining economy in the pharmacy through non- 
sterile manufacture. R. A. Kumpf May-102 
Constant care curbs theft of supplies. J. E. Hoov- 
































er -Feb.- 62 
Drug supply demands protection from thefts. 
F. J. Smith Jan.- 54 
Elements of the general hospital (plans). U.S. 
— Health Service. Hospital Facilities Sec- 
May- 66 
Hospital Pharmacy Institute planned for spring 
date oe Jan.- 99 
How the pharmacy committee can aid. R. W. 
tt TE Ce. i SPEER SESE Soi tine in Ee rae Cee nen ee Apr.- 64 
Manufacturing in the hospital pharmacy. (Refer- 
ence Guide Oct.- 58 
Medications for outpatients—operating a success- 
ful dispensary. D. A. Clarke. Sept.-68; Account- 
ing and legal requirements Oct.- 60 
Minimum equipment required for a useful mesptte) 
pharmacy: A. P. Lauve arch- 62 
Narcotics; hospitals’ legal and moral peer 
SCLOB, Fic. ER a eC CRO Y o. osc cc siiccais ce eenus esses astra ncectenasesan Nov.- 59 





Organizing the pharmacy for preparation of ster- 
ile medications. A. P. Godley and L. F. Godley....June- 76 
Statistical analysis shows several thousand more 


pharmacists needed. H. S. Hansen........................-. July- 69 
Well organized formulary serves the convenience 
of all. J. P. Jones Feb.- 74 





PHILADELPHIA. PENNSYLVANIA HOSPITAL 
Offices for doctors; Pennsylvania Hospital’s mod- 





ern facilities. J. N. Hatfield. illus Nov.- 44 
Photographs have a place in hospital’s teaching pro- 
gram. Mrs. M. W. Miles Feb.- 72 





PHYSICAL THERAPY DEPT. 
Elements of the general hospital (plans). U.S. 
Public Health Service. Hospital Facilities Sec- 








tion .. May- 64 
Essential services are assured by the undeanasuns:” 

Foundation. H. E. Van Riper June- 45 
Lasting deformity can be minimized by muscle 

conservation. J. A. Toomey June- 55 





Long range insurance for all general hospitals— 
the department of physical medicine. J. Wright June- 52 
PICKENS, MARSHALL I. Fund sources change a 








hospital construction Ov.- 66 
Pillow-case buying guide. F. G. Bruesch...................... Feb.-128 
Placement, nurse, report on. F. Seder Dec.- 66 
PLANNING 


About construction, the big question is: Wh 
can building begin, and what will it cost? R. 





Hudenburg May- 39 
Available soon: Planning Review Service......:......... Sept.- 58 
Basic to sound expansion planning is the com- 

munity inventory. A. J. J. Rourke May- 47 





Basing the blueprints on adequate data. R. ee 





burg 
Elements of the general hospital. U.S. Public 

Health Service. Hospital Facilities Section............ May- 53 
Example of leadership. (Editorial) Nov.- 62 
Federal Works Agency advances funds to prepare 

plans for public works projects.....................---.--:++ Feb.-118 
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Federal Works Agency grants funds for planning 


POSUW GF -COMBEFUCTION . oni. sis cones sacecis- sacks acoossaeneaeenn March-112 
New developments in food service. M. Gillam.......... Aug.- 71 
Offices for doctors; Pennsylvania Hospital’s mod- 

ern facilities. J. N. Hatfield. illus........................... Nov.- 44 
Outlining a program for comprehensive review 

service on plane... J. MceNee............:............<-.1---...0-- May-100 
Planning for efficiency as the mental hospital 

grows. J. E. Barrett and W. H. Ludlow................ Aug.-122 
Planning for new facilities in the general hospital. 

Me Ree NUMAN ano ices cna in flcatichnaapnnasul nameenasniy sense July- 42 
Planning the room for its occupant. Brother H. 

TN 222s. has pcdnabspaestiaacaduguiiehipeasiiinsoancted sapciemenerncstes satin Aug.- 85 
Qualified architect will help to prevent waste and 

confusion. Ba ccna uenicininssnmninnabedieensaieenieinianciicn sale May- 49 
Three guides to finding a good architect. J. R. 

Baémunds, Jr. and H. H. Saylor..................------.-...-00« May- 99 


PLANNING. See also: ARCHITECTS, CONSULT- 

ANTS, and specific units 
Plan survey is called need of hospitals........................ Apr.-116 
PLUNKETT, RICHARD J., M.D. Inter-American co- 

operation ‘builds health program in Paraguay...... March- 70 
POLIOMYELITIS 

Complete care of infantile paralysis patients de- 

mands organization of the community. J. G. Mol- 











MME feiss rate aenseiadcasnonianenvacegasssmenacteseuvdenroubhoesiseiencssomy-nieeel June- 40 
Essential services are assured by the National 

Foundation. MH. EH. Van fipner................-.-....--<.-.-.--<--<. June- 45 
Fighting poliomyelitis calls for joint effort. P. J. 

Ps aaah vccie cap cocoa ses sa oc secca tae enceunnnnddentncscanetenpeceveseaqceasp March- 58 
Foundation and hospitals. (Bditorial).. _June- 70 
From a general hospital that admitted ‘poliomy e- 

itis: Pationts. BE Pi "PAMNGE., 25. cinsceeccescecsecenns-neseeez June- 43 
General hospitals have the responsibility. N. W. 

RE ER Sa RE Soa een Rennes § June- 47 
Lasting deformity can be minimized by muscle 

conservation. J. A. TOOMOP.....0......-ccececcorescccetncnen- June- 55 
Polio emergency brings nursing service special 

responsibilities. Ts. ‘OlMStGE........-....0c.sscsccresenesernescnsnas June- 50 
Seasonal behavior of polio. T. Parran...................... June- 60 


Utah now knows how to cope with a siege of 
poliomyelitis. F. S. Emery and E. S. Stewart...... June- 48 
Volunteer corps helps to meet challenge of polio. 


D. W. Gudakunst and J. G. Molner............................ Jan.- 47 
What research teaches so far about infantile 
paralysis. H. A. Howe.. s .June- 56 


POLIOMYELITIS. See also: “NATIONAL “FOUNDA- 
TION FOR INFANTILE PARALYSIS 
— training, staff meeting is. J. P. Camp- 
“2 RE SORE ISS EE ARBs ae 
Poverty not the sole guide in liability for care. 
| LEE ERS een A Ue me ERED ike eaten ae ee eee eee Feb.- 80 


PRACTICAL NURSES. See: SUBSIDIARY WORK- 
ER 


Ss 
PRALL, CHARLES E., PH.D. Starting a department. 
(Hypothetical problem presented at Institute on 
Personnel Management, Chicago, July 29-Aug. 2) Sept.- 66 
er ROY R. Need new subsidiary work- 


7 








RTE OEE ERECT SE Ss ARC ET RD TE March- 22 
p aire trained aides to bolster nursing care.......... Dec- 35 
Prepaid medical care nonprofit dilemma...................... Aug.-106 


PRESS RELATIONS. See: PUBLIC RELATIONS 
Press releases, continuous program of. F. S. Howe....June- 20 
Preventive care calls for increased utilization of 
POOPING. Fie Eke CC a nannies ose cnnsepe seen mnnseeesernasnne Feb.- 56 
Price reactions during OPA recess. ndiechensesnencshanta, 
Service Bureau) ....... 
“SPPENCUOIGR — CHCOR URN) a <. acavnnccnceccncnsnsecesncnessesee~ 
Privacy right of patient is basic. E. Hayt 
Professional relations improved by mutual confi- 











CS Nee RS aT? RE REE mieten eters July- 76 
PROGER, SAMUEL, M.D., Three eras in the develop- 
ing relationship of medical education and care........ Apr.- 48 


PSYCHIATRY IN GENERAL HOSPITALS 
Mental patients predominate at Winter General 
Hospital, Topeka, Kansas. K. A. Menninger........ Oct.- 44 
One year of success in treating alcoholics at 
Knickerbocker Hospital, New York City. A. R. 


P| RICE SEE SS Re ee Ee ees eee July- 35 
Psychiatric care; missing link in the community. 

Z. Einbinder and M. H. Robinson...........................- Nov.- 73 
Some notable research. (Editorial) -.........................-..... Dec.- 63 


Public Education Contest winners awarded plaques. Jan.-113 
Public education emphasized in Blue Cross Pacific 

CPCRINIENS ERE No ada eles ntiavanenn Dedsivacneiidunndeeeeda Apr.- 84 
PUBLIC HEALTH SERVICE AND HOSPITALS 

Civic coordination of clinic care in Peoria, Illinois. 





EERE RNS RY VT a oy OPES AER July- 46 
Commission defines role of hospitals in health 
BOEVICO — scccccscsicks March-100 
PGVOFADIC Bist. CHIGICORIGE os 5n5 sce eccssccenden veces -Dec.- 63 
Preventive care calls for increased utilization of 
MGIC a; TEs Ei. CI a neice ienctcceiereeee Feb.- 56 





PUBLIC LAW 725. See: HOSPITAL SURVEY AND 
CONSTRUCTION ACT. 
PUBLIC RELATIONS 
Advertising columns often overlooked. F. J. Wal- 
MN ata eee ona s cc aceae sana onnebareouakaseamdpanemdemenneneieesais June- 22 
Continuous program of releases wiser. S. Howe June- 20 
Hospital not in same category as Ca H. Rob- 











inson ....June- 22 
Local press relations. (Editorial) SSE PR eae: March- 68 
One- oo Hef Institute betters public relations. C. M. 

Royle Jan.- 80 
Oupertanity made to order. (Editorial) SM ee me Sept.- 62 


Organizations are made of individuals. J. J. Evans, 





Jr. 
Pacific Coast Conference of Blue Cross emphasized 
WEN COCR OCIRNOIN os cccensosuscengdokenc tsa steecmamioondarnecsooeanibasse Apr.- 84 
Paid advertising not proper method. J. G. Norby June- 20 
Paid space is often advantageous. R. M. Hueston June- 20 
Personnel line of communications. R. D. Breth. 
Aug.-80; Employee publications....................-........--- Oct.- 68 
Printed booklets earn good will. L. E. Richwagen June- 20 
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Public Education Contest winners awarded 

PE ETE Ae SE eee ek SED Jan.-113 
Public relations turns to health education................ May-101 
y ® on persons view Association film “As Others See 





There is a real need for public guidance. J. 3 
CORI i « paises cacimecmess leo tecerer es onetent cs crasmeseticaninee erdesemciiedaasamssenaten Apr.- 43 
PUBLIC RELATIONS. See also: NATIONAL HOS- 
PITAL DAY; PATIENT RELATIONS 
PUGH, DELBERT L. Nine-point Council program 
WORM FOREN ON inci iccssdsecsnsnsepericeretoininbe 
PURCHASING DEPT. 
Controls fail to stem rising cost of hospital sup- 
plies. (Washington Service Bureau)....-..........-........ Nov.- 89 
Guide to textile buying II (blankets). F. 
Bruesch. Jan.-120; (towels and pillow cases)...... “Feb.-128 
How some prices reacted during OPA recess. 


Apr.- 60 





(Washington Service Bureaw).............-....-..0c---..s---s Sept.- 95 
Prices and production move into the era of de- 
Cort: SE TE SERN a EE ITE EA A ee SNS ec.- 83 





Surplus property forms may end purchase delays. 
(Washington Service Bureau) Aug.-129 
PURCHASING DEPT. See also: McGILL SUMMA- 
RIES and SURPLUS PROPERTY 
PURCHASING SECTION. (See also: McGill Sum- 
maries) 
Jan.-115; Feb.-127; March-125; Apr.-126; May-157; 
June-131; July-121; Aug.-129; Sept.- 95; Oct.-93; 
Nov.- 89; Dec.- 83 
PUTNAM, GEORGE. In hospital-Plan relations, the 
foundation is Service benefits... cece eeeceecece cece June- 64 


RADIOLOGY DEPT. 
Elements of the general hospital (plans). U.S. 
Public Health Service. Hospital Facilities Sec- 
tion May- 62 
RADIOLOGY DEPT. See also: CHEST SURVEYS ~ 
RANSOM, JOHN E. Hospital and the community........ Jan.- 22 
Ratio of beds to returning staff is stable. R. C. Nye.July- 20 








Reeeeption roo. CECI I  nnvnnnccccsscicccccinseccsssntigeeees July- 65 
RECONVERSION 
Reconversion in the National purse. (Washington 
pe a | i ra ee ene AEN Sept.-104 


Speaking of reconversion: Bronson Methodist Hos- 
pital, Kalamazoo, Michigan, finds that the hur- 
dles can be taken in stride. Rev. W. C. Perdew....July- 37 


Recruitment—Last call (Editorial) -...............0.002W.. Aug.- 69 
Recruitment—What’s wrong with today’s methods? 
PC ease Pn Oeee A ASCE T ROLE RS Dec.- 64 


Recruitment also. (Editorial) March- 68 


Sa See also: NURSES AND NURSING 
RED CR ROSS. See: AMERICAN NATIONAL RED 
REED 1b LOWELL J., M.D. See: BROWN, NELLIE G., 
REEVES, ROBERT H. Not room rate but daily serv- 
ice charges IE ES NN? RO March-118 


REFERENCE GUIDE 
June-68; July-63; Aug.-70; Sept.-64; Oct.-58; Nov.- 














72; Dec.-68 
Refresher programs for the physician veteran. N. 
WSR sc eerste ssovedannendaccconecesnaseasaetuaaumiesietestossesuaauacsaomancie Apr.- 44 
REID, THOMAS R. Employees share responsibility 
by multiple po eC | Se eee er ren ko eee. May-107 
Reimbursement of hospitals studied by A.H.A. 
C2) Se ERE RSS SO SRROTE PARR A SURE. tS TN | May-146B 
RELIGION IN HOSPITALS 
Hospital ministry. Rev. G. Westberg........................ Sept.- 61 
Hospital patients need spiritual help, too. Rev. R 
js) 2 eS re ESE eR See a Se Feb.- 70 








REPORTING FROM WASHINGTON SECTION 
Jan.-84; Feb.-92;- March-83; Apr.-89; May-121; 
June-97; July-87. (discontinued after July issue) 
Research in poliomyelitis. H. A. Howe.........................- June- 56 


RETIREMENT PLANS. See: PENSIONS 
Review service on plans outlined. J. McNee................ May-100 
RICHWAGEN, LESTER E. Printed booklets earn 
PC | eS SS eS eS ee ee ae June- 20 
RIESE, MILDRED, R.N. Industry’s man has expert 
training for directing personnel department SY bel ee Oct.- 22 
pg i HELEN. Hospital not in same category 
CRETE ON June- 22 
RHODE" ISLAND STATE SANATORIUM, WALLUM 








Rhode Island State Sanatorium; forty eventful 
years, 1905-1945. (Book review) March- 91 

ROBERTS, MRS. JOSIE M. Senior eoeaesaced is desir- 

able to direct employees’ health program................ Sept.- 20 
ROBINSON, MARTIN H., M.D. See: EINBINDER, 

ZVEE, jt. auth. 
ROCHESTER HOSPITAL COUNCIL. PUBLIC RELA- 

TIONS COMMITTEE 

One-day Institute betters public relations. C. M. 


Royle 
ROREM, C. RUFUS, PH.D. President Truman’s pro- 
posed National Health Program in perspective........ Jan.- 42 
ROREM, C. RUFUS, PH.D., C.P.A. resigns from Blue 








Jan.- 80 








Cross Commission .................<..2..-. Nov.-110 
ROURKE, ANTHONY J. J., M.D. Basic to sound ex- 

pansion planning is the community inventory.......... May- 47 

Heal standard “Weseese ie qo. cei March-120 





ROURKE, ANTHONY J. J., M.D. and HOOPER, 
NANCY L., B.S. Everyone keeps posted via Stamn- 





ford’s nutrition rounds Dec.- 92 

ROYAL — HOSPITAL OF VICTORIA, 

AUSTRALIA 

Inter- maied cael over the ocean. R. E. 
Fanning Feb.- 66 





Xill 





ROYLE, CHARLES M. One-day Institute betters 











public relations Jan.- 80 
RUBLE, DOROTHY L. joins staff of the Bacon Li- 
brary Feb.-114 
RURAL HOSPITALS 
eveloping a rural community hospital...................... Apr.-122 
Experimental linking of rural hospital and nurs- 
ing’ school. S. C. Warfield Sept.- 56 
RUSKJER, S. A. Kindness, too, can be an effective 
healer Feb.- 76 





S 


ST. JOHN’S 4 MEMORIAL HOSPITAL, AN- 
DERSON, INDIAN 
Solving a strike Sis threat to income, Sister 
M. J. Francis. Feb.-53; and Editorial...................... Feb.- 69 
SALARIES, ETC. 
Experience report on switching from perquisites 











See I ne sank kcconecestuveseescanocs June- 35 
Hospital salaries. (iaditorial) Feb.- 69 
Nurses’ salaries. (Editorial) ......................... Dec.- 62 
Result of study sent to members......................--.------- Apr.- 58 
Some obstacles overcome in establishing a basic 

TV OROT WOOK. BO. SERIO 6), Olle oonecpemnsin nnn scecerecncene-vcs= Aug.- 39 


There’s competition for good men. Major R. Gar- 
rett. (Excerpt from an address given at the 
Sat nees Hospital Association Conference, Kan- 
s City, Missouri, April 24-26, 1946)-........00002..... Aug.- 75 
SALEM HOSPITAL, SALEM, MA 
gears poliomyelitis calls for joint effort. P. J. 
RN ce sa no cca oe apecenacace apg schorel stcpemaeacces aise March- 58 
SAN FRANCISCO. STANFORD UNIVERSITY HOS- 
PITAL 
Everyone keeps posted via Stanford’s nutrition 


























rounds. A. J. J. Rourke and N. L. Hooper.............. Dec.- 92 

San anager Emergency Hospital Service. J. . 

Katziv -July- 38 
SARGENT, MURRAY. Hospitals can start the day 

an hour later. (Symposium)........ Oov.- 33 
SAUNDERS, H. PRATHER, M.D. joins College of 

Surgeons June-110 
SAYLOR, HENRY H. See: EDMUNDS, JAMES R., 

JR., jt. auth. 
SCHWULST, EARL B. Effect on hospital Ee 

of taxation and inflation ..........-...-.----c-:ccsccsccsesesesseeeeeee an.- 33 
SCOTT, spon ALMA resigns post with Nurse Asso- 

SE RR RE Seer el ae Seer ele Re March-110 
SCOTT, MRS. EVLYN GRAY. Administration of an 

effective pharmacy requires a sound policy............ Jan.- 58 
SEAMAN, CHARLES D. Mechanics of collecting 

TONS DOPGSTIING BCCOUNEE.....-...- 5... --<.s0cch.ciosecesecar--.ncescnce July- 56 
SEDER, FLORENCE. Report on nurse placement...... Dec.- 66 
Bergi0s MONSNtS, CHCITOTIE nc 525.5555 on. 22-5 nson ese snncncos eons May-105 
Service benefits foundation of hospital-Plan rela- 

tions. G. Putnam une- 64 
Service benefits’ reindorsement asked........................---- May-117 
Service charges, daily, not room rate. R. H. 

IIR ogc ceccaknspncucccws tates bes teeeretabiossitatcccnnop ene ceniancatnaCan tose March-118 





SERVICE FROM HEADQUARTERS SECTION 
Jan.-26; Feb.-26; March-26; Apr.-26; May-26; June- 
26; July-26; Aug.-26; Sept.-26; Oct.-26; Nov.-24; Dec.- 26 











Service under contract. (Editorial) June- 70 
Services—why not include all? V. C. Adams................ May- 20 
SHEATS, GEORGE D. Qualified weahitect will ae 

to prevent waste and confusion May- 49 
SIMMONS, WILLIAM G. joins American Hospita 

Association staff in 8 5 ae ee eee ce ieaaet Feb.-116 
SLACK, ELLARD L. Resident consulting plan proves 

success in employee health program..................-....--- Sept.- 22 


SLOAN-KETTERING INSTITUTE FOR CANCER 
RESEARCH. NEW YORK 
Construction begins on first cancer center unit....March-104 

SMALL COMMUNITY HOSPITALS. See: RURAL 
HOSPITALS 

SMELZER, DONALD C., M.D. Hospital personnel 
member can direct personnel department........ Pipers Oct.- 20 
Planning for it. a 

SMITH, CHRISTIAN. Emergency air ambulance 
serves Saskatchewan J 

pated CORNELIUS M. Prospects are go 
MITH, DONALD 5&., F.A.C.H.A. Efficient group 














"aaeetine as a step toward top care Tor all.............: July- 81 
SMITH, FRANK J. Drug supply demands protection 

NS RUE AE Ae See RESORT TY A De eee ce, Jan.- 54 
SMITH, HARRIET H. Hospitals can start the day 

- hour later. ROEM SIP OONN TAIT) 85... scecncinceeperencnaecccencnacireee Nov.- 33 


hy nurses’ he I are more aggressive today...... Dec.- 20 
SMITH, HERMAN, M.D. leaves Michael Reese, Chi- 


cago, for aa i NE ocean nab wavesannsnpetsccuenseey July-106 
SMITH, NATHAN, M.D. Refresher programs for the 
physician 2S ALR ae GE 2 Mia RS Apr.- 44 
ag ALBERT W., M.D. A matter of duties, a’ ~. 
SELAH AE CTR DIST SP Sep GRO N rep APR EN ug.- 
SNYDER, MARK E. Collective bargaining. (Sym- 
Agia LSE STARE EE AE Oi FER REM ten ek er Uae AGNI OPEC En 9 cet Dec.- 53 


SOCIAL SECURITY 
Benefit society (La Societe Francaise de Bienfai- 


sance Mutuelle) must pay taxes................2........-..-- Feb.-110 
Congress studies pian to broaden coverage under 
social security. G. Bugbee -Apr.- 55 





House may act for stubitiaation of tax on payrolls. 
(Washington Service Bureau) March- 83 


SOCIAL SERVICE DEPT. 
Medical social service; criteria for evaluation. 
M. Hinenbure ............... 
Medical social service; the secret is liaison. G. O. 
MERON INENION ops bvenncvetcy tacscckseonuncioenasecaceeenaasnnens cieettaevaas Nov.- 49 
SOUTHEASTERN HOSPITAL CONFERENCE 
Current hospital problems reviewed at annual 
Southeastern Conference .....-.......<....5..-0cccc.cccccsecccssens June-118 
SOUTHWEST BLUE CROSS CONFERENCE 
Southwest Plans hear local goals for future 
Southwest Blue Cross Conference, July 24-25.. “7 - 84 





Nov.- 52 








XIV 


Special services, first four. H. E. Bishop........................ May- zu 
SPENCER, PAUL L. Area-wide training center for 
paid a ides Nov.- 18 





Fighting Dolicmy colitis ealls for joint effort.......... March- 58 
Spiritual help, too, needed by patients. Rev. R. 
Dicks Feb.- 70 
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